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Message Text 



UNCLASSIFIED 

PAGE 01 STATE 075164 

53 

ORIGIN COME-00 

INEO OCT-01 EA-04 ADP-00 EB-05 COA-01 RSC-01 /012 R 
66603 

DRAETED BY: OC/ T: MPI: BGROSS 
APPROVED BY: OC/ T: CCO: GLOINES 
ADXNO: 000530 

002868 

R 202313 Z APR 73 
EM SECSTATE WASHDC 
TO AMEMBASSY TOKYO 

UNCLAS STATE 075164 

MRN CORRECTION NOTICE 

THE MESSAGE SENT YOU AS STATE 075163 SUBJ INVITATION TO 
JAPANESE EEL SCIENTIST SHOULD BE CORRECTED TO READ STATE 075164 
PORTER 



UNCLASSIEIED 



*** Current Handling Restrictions *** n/a 
*** Current Classification *** UNCLASSIEIED 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 20 APR 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973STATE075164 

Document Source: CORE 

Document Unique ID: 00 

Drafter: OC/ T: MPl: BGROSS 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Film Number: n/a 

From: SECSTATE WASHDC 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: linki 973/newtext/t1 9730447/aaaaitof.tel 

Line Count: 38 
Locator: TEXT ON-LINE 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: kellerpr 
Review Comment: n/a 
Review Content Flags: 

Review Date: 05 DEC 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <05-Dec-2001 by elbezefj>; APPROVED <01 MAR 2002 by kellerpr> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> jms 9801 27 

Subject: INVITATION TO JAPANESE EEL SCIENTIST 

TAGS: OGEN, n/a 

To: TOKYO 

Type: TE 
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